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DRAFTED BY COM/()IC/OED/MEPD/GBURKE:DMW 
APPROVED BY EB/OCA/CM/W ALLACE 
COM/BIC/OED/MEPD/JRHEAGEN 
COM/BIC/OED/MEPD/JMSANDS, DIRECTOR 
COM/BIC/OIM/MAURITANIA (INFO) 

AF/W/WMOORE 

125537 

R 161957Z SEP 75 

FM SECSTATE WASHDC 

TO AMEMBASSY NOUAKCHOTT 

UNCLAS STATE 220385 

E.O. 11652: N/A 

TAGS: BEXP.MR 

SUBJECT: MAURITANIAN ENGINEERING STUDY CONTRACT WITH ADAR 

REF: (A) NOUAKCHOTT 1750; (B) STATE 204229 
(C) NOUAKCHOTT 1110, 8/19/74 

1. INDUSTRY SOURCES INDICATE ADAR IS GROUP OF AMERICAN 
CITIZENS OF ARAB DESCENT WHICH HAS BEEN DOING CONSULTING 
WORK ON AD HOC BASIS. ADAR ADDRESS IS 233 EAST LANCASTER 
AVE., ARDMORE, PENN. ONE PRINCIPAL OF FIRM IS GEORGE 
DOUMANI. 

2. IN ADDITION TO A RECENT CONTRACT IN SUDAN, ADAR 
CLAINS TO HAVE BEEN AWARDED WITHIN PAST TWO MONTHS A 
CONT.ACT FOR EVALUATION OF COPPER AND RELATED MINERAL 
DEPOSITS IN MAURITANIA. CONTRACT IS WITH UNSPECIFIED 
GOVERNMENTAL ENTITY AND WAS WONIN COMPETITION WITH 
A. D. LITTLE. REF C SHOWS ADAR AS COMPETITOR WITH 

A.D. LITTLE FOR MINERALS RESOURCES MASTER PLAN CONTRACT. 
HOWEVER, 0ELIEVE MASTER PLAN WAS DIFFERENT STUDY WHICH 
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WAS, IN FACT, AWARDED TO LITTLE. 
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3. ANY FURTHER INFORMATION EMOASSY CAN DEVELOP ON 

ADAR AND COPPER STUDY WOULD BE GREATLY APPRECIATED. SISCO 
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